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PERFECT COMPANION TO POWER TOOLS 




SEE FULL 


finest . . . most extensive line available for 


POWER and HAND TOOLS • LAWN 
MOWERS * MACHINE TOOLS-HEDGE 
CLIPPERS • PROJECTORS • FLOOR 
POLISHERS and 101 OTHER USES 


Dealers and users everywhere rate Royal "POWR-KORD” 
tops for both indoor and outdoor use. They’re completely 
SAFE and fully DEPENDABLE, and available in a full range 
of cord types, sizes, lengths and colors. 


0 ROYAL quality heavy duty cords 


0 Molded-on heavy duty caps and connectors 


0 Built-in strain reliefs 


q Brass blades and double-wipe contacts 
molded in 


^ Rubber—or thermoplastic-jacketed cords 


0 Black or safety colors 


EXTENSION CORD SELECTION CHART 


CORD 
LISTINGS 
ON BACK 


The right cord is essential to the proper operation and safe use of 
appliances and equipment. The right length and AWG size should 
be chosen to carry the current with the least possible voltage drop. 
Use these tables when your customers ask what size cord to buy. 


RECOMMENDED WIRE SIZES AT 

115 VOLTS 

HP OF 

AMPS AT 

AWG SIZE 

TYPE 

MOTOR 

115V 

OF WIRE 

OF WIRE 

Va 

5 

18 

SJ, SJT, S, ST 

% 

6 

18 

SJ, SJT, S, ST 

y 2 

7 

18 

SJ, SJT, S, ST 

% 

10 

16 

SJ, SJT, S, ST 

i 

12 

14 

S, ST 

V/2 

15 

14 

S, ST 


CURRENT 

CARRYING CAPACITY OF WIRES AT 115V* 

AMPS 

#18 WIRE 

#16 WIRE 

#14 WIRE 

5 

45 / -90 / 

70 , -140 / 

110 / -220 / 

6 

37'-74' 

59 7 —118' 

95'—190' 

7 

32 / -64 / 

50'-} 00' 

80'-160' 

10 


35'-70' 

55 7 —110' 

12 



47'—94' 

15 



38'—76' 


*The footage shown is the maximum distance the indicated wire size will carry 
the amperage with a voltage drop of 2Vi% or 5%. WHEN THE POWER SOURCE 
IS 115 VOLTS: a voltage drop of 2V2% = 112V at appliance, a voltage drop of 
5% = 109V at appliance. 




























POWRKORP HEAVY DUTY EXTENSIOHS 

... a type and size for every appliance application 


2-CONDUCTOR individually 

15A-125V packaged 


TYPE SJ 

TYPE 

SJT 


RUBBER 

JACKETED 

VINYL JACKETED 


CATALOG NO. 

CATALOG NO. 

CORD 

* BLACK 

RED 

YELLOW 

RED 

SIZE 

M-45210 

M-1810 



#18 

M-45215 

M-1815 



#18 

M-45225 

M-1825 

M-7925 

M-7825 

#18 

M-45250 

M-1850 

M-7950 

M-7850 

#18 

M-45325 

M-1625 

M-7725 

M-7625 

#16 

M-45350 

M-1650 

M-7750 

M-7650 

#16 


♦also available type S, sizes #16 thru #12, 25' to 100' 
falso available in 75 ' and 100' lengths 


3-CONDUCTOR individually 

15A-125V Imaged 


RUBBER JACKETED, Black only 


fLENGTH 

(FEET) 


CATALOG NO. 


CORD 


10 

15 

25 

50 

25 

50 


M-6025 

M-6050 

M-6125 

M-6150 

M-6225 

M-6250 


#18 Type SJ 
#18 Type SJ 
#16 Type SJ 
#16 Type SJ 
#14 TypeS 
#14 TypeS 


♦also available to 100' lengths 


^LENGTH (FEET) 

25 

50 

25 

50 

25 

50 




EXTRA FLEXIBLE FLAT PARALLEL POWER CORDS 

Type SPT-2 YELLOW Thermoplastic UL LISTED wire 
15A-125V - individually packaged 


CATALOG NO. 

SIZE 

CORD 

LENGTH 

(FEET) 

2-CONDUCTOR 

3-CONDUCTOR 

M-0925 

M-0825 

#16 

25 

M-0950 

M-0850 

#16 

50 

M-0975 

M-0875 

#16 

75 

M-0900 

M-0800 

#16 

100 

M-0725 

M-0625 

#14 

25 

M-0750 

M-0650 

#14 

50 

M-0775 

M-0675 

#14 

75 

M-0700 

M-0600 

#14 

100 


PROMOTIONAL POWER CORDS - 2-CONDUCTOR 

RUBBER JACKETED - Black - packed BULK 


CATALOG NO. 

CORD SIZE 

NOMINAL O.D. 

LENGTH (FEET) 

0-9908 

20-2 

.280 

8 

0-9915 

20-2 

.280 

15 

0-9925 

20-2 

.280 

25 

0-9950 

20-2 

.280 

50 

0-9708 

18-2 

.300 

8 

0-9715 

18-2 

.300 

15 

0-9725 

18-2 

.300 

25 

0-9750 

18-2 

.300 

50 

0-9525 

16-2 

.325 

25 

0-9550 

16-2 

.325 

50 

0-9500 

16-2 

.325 

100 

♦also available in sizes #14 and #12, 25', 50' and 100' 



3- to 2-WIRE 

GROUNDING ADAPTER 

molded of UNBREAKABLE VINYL • Chip-proof 
for PORTABLE TOOLS • HOME APPLIANCES • AIR 
CONDITIONERS • TEMPORARY OUTDOOR USE 

CAT. NO. 210 — Sets a new standard for construction, 
quality and dependability. Contacts, blades and ground 
lead locked in solid vinyl; can't wobble, work loose or 
pull out! Unbreakable body resists oil, grease, acid, 
abrasion; can't crack, chip or come apart if dropped 
or stepped on. Packed 10 to a carton; available in 
BLACK or GREY. 



• Crack-proof 


... see other ROYAL 
CORD SETS • WIRE 
FUSES • WIRING DEVICES 
in VOLUME #1-HARDWARE 


ROYAL ELECTRIC 
CORPORATION 

PAWTUCKET . RHODE ISLAND 



. . . thru wholesalers everywhere 


DISPLAY AND SELL THE FULL ROYAL LINE FOR FAST TURNOVER 











































